"IN GOOD KING CHARLES'S
GOLDEN DAYS"

ACT I

The library in the house of Isaac Newton in Cambridge
in the year 1680. // is a cheerful room overlooking the
garden from the first floor through a large window which
has an iron balcony outside^ with an iron staircase down to
the garden level. The division of the window to the left as
you look out through it is a glass door leading to these
stairs^ making the room accessible from the garden. Inside
the room the walls are lined with cupboards below and
bookshelves above. To the right of the window is a stand-up
writing desk. The cupboards are further obstructed by six